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UNCLASSIFIED 

PAGE 01 STATE 184641 
ORIGIN COME-OO 


Message Text 


INFO OCT-01 EA-12 ISO-OO EB-08 MMO-01 A-01 /023 R 


DRAFTED BY COM/BED/OIM/CAMURRAY/AI 
APPROVED BY STATE/E A/PRCM/HTHAYER 
COM/BED/OIM/RSKELLY/CMM 
COM/BED/OIM/EOLSEN/AD/EM 
EB/OCA/CD:EMSACCHET 
EA/PRCM:SSTOFIELD (I O) 

013484 211914Z/43 

R 211626Z JUL 78 
FM SECSTATE WASHDC 
TO AMCONSUL HONG KONG 


UNCLAS STATE 184641 


E.O. 11652:N/A 


TAGS: BEXP, HK 

SUBJECT: CERP: ECONOMIC TRENDS REPORT 


1 . WHEN CAN WE EXPECT ECONOMIC TRENDS REPORT DUE APRIL 
1978? 


2. ALTHOUGH PREVIOUS REPORT SUBMITTED DECEMBER 1977, IT 
ONLY COVERS FIRST HALF OF 1977. URGENT NEED FOR MORE UP 
TO DATE INFORMATION FOR USE IN COUNSELING BUSINESS 
COMMUNITY. VANCE 
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